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UNCLASSIFIED 

PAGE 01 QUITO 01811 221625Z 
ACTION ARA-14 


Message Text 


INFO OCT-01 ISO-OO EB-08 /023 W 

085658 230437Z/64 

R 221510Z MAR 78 
FM AMEMBASSY QUITO 
TO SECSTATE WASHDC 7687 
USDOC WASHDC 
INFO AMCONSUL GUAYAQUIL 

UNCLAS QUITO 1811 

E.O. 11652: N/A 
TAGS: BENC, BEXP, EC 

SUBJECT: MAJOR PROJECT - GUAYAQUIL UNIVERSITY HOSPITAL 

REF: (A) GUAYAQUIL 422 (B) STATE 60273 (C) GUAYAQUIL 226 

1 . ACCORDING TO IEOS AND MINISTRY OF HEALTH (MSP) ALL 
ARCHITECTURAL DESIGN WORK ON SUBJECT PROJECT TO BE PERFORMED 
BY IEOS. 


2. DR. JORGE BAQUERIZO, DEAN OF FACULTY OF MEDICAL SCIENCES 
OF GUAYAQUIL UNIVERSITY. TOLD EMBOFF THAT MSP WAS NEGOTIATING 
WITH GROUP OF GERMAN BANKS TO FINANCE PROJECT BU THAT 
FINANCING WOULD NOT BE TIED TO BIDS FOR CONSTRUCTION OR 
EQUIPMENT. MSP'S CHIEF OF DIVISION OF NATIONAL FINANCES, ECON. 
MARIO PROANO, DISCLAIMS KNOWLEDGE OF INVOLVEMENT OF GERMAN 
BANKS. PROANO TOLD EMBASSY THAT THERE IS 90 PERCENT 
PROBABILITY OF SINGLE, INTERNATIONAL TENDER BEING OFFERED 
FOR FINANCING, CONSTRUCTION AND EQUIPPING OF HOSPITAL. 

EMBASSY OF PRG IN QUITO ALSO UNAWARE OF PARTICIPATION OF 
GERMAN BANKS. 

CORR 
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